ShofMites. Cutting Diagram 


Drill Press 

Adjustable V-Block 



31 / 2 " X 43 " - HARPWOOP 


12" X 24" - !4" HARP30ARP 




Materiale 


Y-Block 

A FlatesOd) 

3 Splines (14) 

Alignment Jig 

C 3ase (1) 

0 Side Rails (2) 

E Sack Rail (1) 

F Alignment Flate (1) 

Table 

G Table (1) 

Hald-Poivne 

H Tall Hold-Powns (2) 

I Short Hold-Powns (2) 
J Clamp Fads (4) 


6^2 X 6-^/4 Flywood 
^/i0 X S - V4 Hardboard 

12 X 15^/w-^/4 Flywood 

^UxV/z-12^/4 

^UxV/z'l&^Ae 

IV/2 X 15^/4 - V4 Hardboard 

20 X 30-T /2 Flywood 

10 X 12 - V/2 Flywood 
4% X 10^^/w - V/2 Flywood 
2% xf/w-V /2 Flywood 


Page 1 of 1 


ShopNotes No. 65 


©2002 August Home Publishing. All rights reserved. 































































